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FOR A.S. FRIEDMAN, DIP; ERDA PLEASE PASS TO NRC FOR LAFLEUR 

E.O. 11652: N/A 
TAGS: TECH, JA 

SUBJECT: JAPANESE UNCLEAR POWER PENT STATUS 

AS OF JULY 17, THREE NUCLEAR POWER PLANS TOTALING 1452 MWE 
IN EULL POWER OPERATION. THESE ARE TOKAI-1 (166 MWE GCR), 
TAKAHAMA-1 (826 MWE PWR), SHIMANE (460 MWE BWR). FIVE OTHER 
OPERATIONAL PLANTS TOTALING 2441 MWE CURRENTLY SHUT DOWN. 
AMONG THEM, THREE ARE BWR'S WITH ECCS PIPE, COOLANT BYPASS 
PIPE OR EUEL CHANNEL BOX TROUBLE. TWO ARE PWR'S WITH STEAM 
GENERATOR WALL PROBLEMS. 
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